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SUBJECT 
Title 
AUTHOR 
Photo 
Boat Names 











A 
Abel, Willis R. (Stanley Steamer) 
Ahrens, Ed (obituary) 
Album 
AMTRAK HISTORICAL SOCIETY 
Amtrak History is Focus of 
New Group 
Ancient History 
(see PURINTON, CARL) 
Arnold, Bill (Cagney) 
Arnoid, Chris 
Arnold, Jarred 
Arnold, Mildred (Cagney) 
Arnold, Ralph E. 
(Case traction engine) 
Articulated SFI No. 12 in 
New Hands 
Assembling the Aster BR-86 
(see WANTIEZ, NICK) 


B 
Bailey, Joe Wells (obituary) 
Banks, Dave (4-6-2) 
Banks, Mark 
Barcia, Melissa 
Barcia, Rich (diesel) 
Barter, Brian (0-4-0) 
Belts & Cleats 
(see BOHN, KENNETH L.) 
Bergh, Ed (NYC 4-4-0) 
BIRMINGHAM SOCIETY OF 
MODEL ENGINEERS 
Second Loco Rally Slated 
in Solihull 
Blackwell, Max (4-8-4) 
BOHN, KENNETH L. 
Belts & Cleats 
Advance Rumely Universal, - 
The 


Nov 15 
Jun 46 
Dec 27 


Mar 42 


Dec 17 
Dec 17 
Dec 17 
Dec 17 


Jun 6 


Oct 13 


May 44 
Jan 42 
Jan 42 
Oct 40 
Oct 40, 41, 42 
Jan 43 


Jan 23 


Jul 44 
Jan 5 


Mar 18 


Ansel C. Wattles Engine, 
The 


Aug 22 





BOILERS 
Boilers - A Commentary on 
Design and Fabrication Dec 13 
Know Your ASME Code Dec 12 
One-piece Firebox Loco Boiler Jan 14 
Boilers — A Commentary on 
Design and Fabrication 
BOOK REVIEWS 
Steam Locomotive Directory of 
North America, Vols. 1 & 2 
Bortz, John (4-4-2) 
Bouffard, Fred (Hudson) 
BRAUN, JOHN 
Boilers — A Commentary on 
Design and Fabrication 
Briskman, Norman S. 
(steam engines) May 5,6 
Building a Large Stationary Steam Engine 
(see NANCE, SCOTT) 


Dec 13 


Aug 46 
Jan 34 
Feb 42, Oct 41 


Dec 13 


Cc 
CALIFORNIA STATE RAILROAD MUSEUM 

Railfair ‘91 — A Celebration of 

the Railroad Apr 44 

Cappon, Bob (Advance Rumely) Mar 18, 19 
Carlson, Dottie Aug 6 
Carison, Lee (Pacific) Dec 43 
Carlson, Quick (railcar) Aug 6 
Carruthers, Roy (Heisler) Jan 37 
Checking Your Whee! Load Feb 19 
Chernak, Charlie 

(Chessie Pacific) Jan 37, Feb 42, Oct 40 
Chernak, Ken Oct 40 
CHILDRESS, WILLIAM 

Leo Myers, Master Builder 
CINCINNATI CINDER SNIFFERS 

New Officers 
CLOUS, GERALD R. 

Track Repair on the TSBY Line Dec 18 
COFFEY, CHARLES R. 

About the Cover 


Aug 8 
Mar 45 


Dec 2 





Shop Talk 
Handy Wheel Stop, A Nov 23 
Colin, Ray J. (Petrel Jul 4 

(stationary engines) Jun 44 
Colonna, Dale Jun 42 
Colonna, Ron (4-6-2) Jun 42 
Copper Phosphorus 8razing 

Alloys 
Costello, Dan (0-4-0) 

Cotton, Edward (Ted) (obituary) 
CRADDOCK, JACK 
Locomotive Operators of 
Central Oklahoma 
Photo (L'il Gasser) 
Crow, Paul F. 

(1916 Case engine and baler) Nov 12, 13 
Culp, Dan (Challenger) Feb 41 
Cureton, Bill 

(Aster engines and stationary) 


D 
Day, Don (4-4-0) 
Deal, Tim (steam engine) 
DENNY, BERNARD F. 
Marine Steam Engines 
Desert Short Line, A 
Diehl, Tom (G12 diesel) 
Dixon, Graham (4-6-0) 
Dobbs, Bill (2-8-0) 
Doughty, Christopher 
Doughty, George (Steam Queen) 
DOUGHTY, HARRY G. 
Steam Queen 
Drill Bolt Holes 
DUCLOS, PHILIP 
Fire Eater Engine 
Part 1 
Part 2 
Part 3 
DURANGO & SILVERTON 
NARROW GAUGE RAILROAD 


Mar 16 
Jun 43 
Oct 46 


Aug 42 
Aug 43 


Jun 43 


Dec 42 
Apr 6 


Jun 8 
Apr 9 
Dec 17 
Jan 42, 43 
Jan 33 
Sep 11 
Sep 11 


Sep 9 
Sep 30 


Oct 8 
Nov 16 
Dec 36 





From the Editor’s Desk 
Steady Comeback for the 
D&SNGRR 


E 
Edwards, Dale (4-6-0) 
Engine House, The 

(see MILSTER, CONRAD) 
Ergish, Ivan (rolling stock) 


& 
Fire Eater Engine 
(see DUCLOS, PHILIP) 
Fitchburg Northern No. 34 
(see RHODES, TOM) 
FLAGSTAFF & MIDDLE VERDE 
SHORT LINE 
Desert Short Line, A 
Fletcher, Marlin (B&O chassis) 
FLORIDA LIVE STEAMERS AND 
RAILROADERS 
Golden Spike Ceremony Held 
at Tradewinds Park 
Model Railroad Expo Slated 
in Florida 
New Officers 
Southern Division FLS Builds 
7-1/2” Gauge Track 
Founders’ Vision, The 
Freed, Richard O. (4-4-0, 4-4-0, 
diesel and rolling stock) 
Fullerton, Clark R. 
Fullerton, Glenn 
Fullerton, M. Dean 


G 
Galitza, Ed 
Galitza, Louis 
Gailagher, Rosie 
Gledhill, Steve Jun 40 
Godshall, Don Jun 44 
GOLDEN HORSESHOE LIVE STEAMERS 
Longest Elevated Rail Opens 
in Ontario 


Apr 9 
Jan 24 


Jul 45 


Aug 45 
Jul 46 


Jul 45 
Nov 12 


Jan 30, 31 
Nov 12, 13 
Nov 13 
Nov 12 


Jan 44 
Jan 44 
Feb 41 


Aug 44 
Jan 37 
Feb 41 
Apr 42 
Jan 34 


Grant, Ross (2-6-6-2) 
Green, Larry (G.E. electric) 
Grow, Ernie (Northern) 
Guenther, Gordon (Pacific) 


H 
Hall, Bob (0-6-0) 
HAMILTON MUSEUM OF STEAM 
AND TECHNOLOGY 
Longest Elevated Rail Opens 
in Ontario 
Hamilton Museum of Steam 
and Tech 
Hansen, Calvin “Cab” (obituary) 
Harper, Glenn (4-6-0) 
HARRIS, W. M. 
Steam Roller 
Part 1 Getting Started 
Part 2 Rollers 
Part 3 Steering Mechanism 
Part 4 Engine 
Part 5 Engine (continued) 
Part 6 Boiler 
Part 7 Completion 
Part 8 Painting 
Harvey, Bob (0-6-0T) 
Harvey, Cari 


Sep 21 


Aug 44 


Apr 40 
Jan 44 
Jun 42, 44 


Mar 8 
Apr 10 
May 12 
Jun 20 
July 12 


West Penn Live Steamers 
Annual Meet 





Hatcher, Thomas 
(quarter-scale Case and wagon) 
Hays, Bob (Ottaway 4-4-0) 
Hemmeigarn, Brad 
Hitigert, Ray (4-8-2) 
Hilliker, Frank E. (traction engines) 
Hiney, Laurence E. (obituary) 
Hoppe, Frank (Shay) 
HORNSBY, E. ROBERT 
IBLS Secretary's Report 
Photo (Pennsy E-6) 
Huffman, Jim 
Huffman, Keith 
Huth, Al 


t 

ILLINOIS LIVE STEAMERS 
New Officers 

INDIANA LIVE STEAM CLUB 
New Officers 


Nov 15 
Jul 32, 33 

Sep 6 
Jun 42 

Sep 4 
Mar 43 
Apr 42 


May 43 
Feb 34 
Jun 40 
Jun 41 
Aug 43 





INTERNATIONAL BROTHERHOOD 
OF LIVE STEAMERS 
IBLS Secretary's Report 
Hornsby, E. Robert 
Kerr, J. R 
Tucker, Ralph J 
Van Dort, R. E. N. “Rob” 
INTERNATIONAL J.i. CASE 
HERITAGE FOUNDATION 
Case Foundation Membership 
Tops 2,000 


J 
Jerome, Fred (3-1/2” gauge Timken) 
Jerome, Jack 
JOHNSON, SEYMOUR 
Mini-Rail Notes 
JONES, DAVID 
You Done Her Right 
Water: Foul and Fair 


Jan 44 
Jan 24 
Jun 40 
Oct 43 


May 8 
Jul 27 











K 
Kendrick, J. (B&O 4-6-2 chassis) 
Kendrick, Ralph (0-6-0) 
KERR, J. R. (Jack) 
IBLS Secretary’s Report 


Jan 23 
Oct 41 


Oct 44 
KERR-WILSON, IAN 
Hamilton Museum of Steam 
and Technology 
KING, DONALD K. 
So You'd Like To Ride Freight Trains? 
Part 1 Jul 10 
Part 2 Aug 12 
Part 3 Sep 36 
King, Kenny Jun 43 
KIRSTEIN, KEITH 
Mini-Rail Notes 
KITSAP LIVE STEAMERS 
New Club Forming 
New Officers 
Knight, Dave (4-6-0) 


Apr 40 


Aug 46 


Mar 45 
May 44 
Jan 43 





Know Your ASME Code 
Korte, John (obituary) 
Kosmal!, Reed 


L 
LAKE SHORE LIVE STEAMERS 
New Officers 
LAPOINTE, GERALD 
Montreal Live Steamers 
International Meet 
Larger Gauges, The 
(see WANTIEZ, NICK) 
Larsen, Eldin “Olie” (obituary) 
Lathe Dividing Head 
LATHROP, CARL M. 
Know Your ASME Code 
Leas, Eric 
Leas, Rich (0-6-0 and train) 
Leas, Terry 
Leech, Ted (Gauge 1 Project) 
Leggett, Bill 
(3-1/2” gauge Calamity) 
LEGGO, CHRISTOPHER 
October Experiments, The 
Part 4 Engine 
Part 5 Indicator 
Part 6 Test Stand 
Part 7 Engine Tests — Single 
Eccentric Valve Gear 
Part 8 Meyer Valve Gear 
Part 9 Applied 
Thermodynamics 
Part 10 Appendices 
Part 11 Appendices 
Part 12 Superheating 
Part 13 Appendices 
Leiby, Jonathan (Hudson) 
Leo Myers, Master Builder 
Lewis, Irene (obituary) 
Live Steam Odyssey, A 
(see RICE, JOE) 
Live Steam of Yesteryear 
(see PURINTON, CHARLES S.) 
LOCOMOTIVE OPERATORS OF 
CENTRAL OKLAHOMA 
All Work and All Play 
LONG ISLAND LIVE STEAMERS 
Fall Meet 1989 
LOS ANGELES LIVE STEAMERS 
IBLS Meet — 1990 
IBLS/LALS 1990 Spring Meet 
Luhrs, George (stationary engines) 


Sep 46 


Apr 42 


Feb 44 
Feb 34 


Dec 12 
Jun 43 
Jun 43 
Jun 43 
May 28 


Jan 24, 25 


Jan 16 
Feb 14 
Mar 27 


May 30 
Jun 27 


Jul 25 
Aug 28 
Sep 12 
Nov 20 
Dec 30 
Feb 42 

Aug 8 
May 42 


Aug 42 
Oct 40 
Mar 44 


Oct 45 
Oct 40 





Lynch, Mrs. B. D. 
Lyndam and Her Train 
(see SNYDER, MILES) 


M 
MACKENZIE, GORDON 
Southern Oregon Live Steamers 
Club Activities 1989 Dec 42 
MACKEY, MALCOLM 
Articulated SFI No. 12 in 
New Hands 
Desert Short Line, A Apr 9 
Maennling, Ron (Aster Shay) May 27 
Maisey, Bert (obituary) Oct 46 
MANITOWOC MARITIME MUSEUM 
Museum Sponsors 14th Model Ships 
and Boats Competition Apr 44 
Marine Steam Engines Jun 8 
Marshall, Don (4-4-0) Apr 42 
(Mikado) Jan 37 
Mastrorocco, Joe Jun 42 
(4-6-2) Jun 43 
McClelland, Alex (0-4-0T) Jan 42 
McDIVITT, JOHN V. 
Drill Bolt Holes 
Split Bronze Bearings 
McDonald, Mike 
(Great Northern diesel) 
Mcinerny, George P. 
(model engines) 
McKINLEY, CLOVER 
From the Editor’s Desk 
MEHRLING, JOHN C. 
Long Isiand Live Steamers 
Mellott, John (saw mill) 
Metcalf, Richard S. (obituary) 
MICHIGAN STATE TRUST FOR 
RAILWAY PRESERVATION 
“You Done Her Right” 
MID-MICHIGAN RAILROAD 
Mid-Michigan Railroad 
Grand Opening 
MILSTER, CONRAD 
Engine House, The 
Parker-Stern Rubber Company, 
The Jan 26 
Walmsley and Sons Atlas 
Forge Preserved 
Part 1 Dec 8 
Watts Campbell Company, The 
Part 1 Apr 20 
Part 2 May 18 


Oct 13 


Sep 30 
Sep 30 


Jan 35 
May 6, 7 
Jun 2 
Oct 40 


Nov 15 
Aug 44 


May 8 


May 42 
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MINI-RAIL 
ANSI Approval Received 
Boiler Testing Procedure 
Facts, Figures and History 
Mini-Rail Notes 
New Source of Insurancc 
Coverage! 
MONTREAL LIVE STEAMERS 
International Meet 
MOREWOOD, WILLIAM 
Lathe Dividing Head 
Murphy, Howard 
Murphy, Samuel B. (ten-wheeler) Oct 4 
Myers, ida Aug 10, 11 
Myers, Leo (General, C. P. Huntington, 
Cars) Aug 8, 9, 10, 11 
Photo Oct 2 


Dec 46 
Mar 41 
Oct 43 
Aug 46 


Sep 44 
Apr 42 


Feb 34 
Dec 16 


N 
NANCE, SCOTT 
Building a Large Stationary 
Steam Engine 
Part 1 Introduction 
Part 2 Cylinder 
Part 3 Steam Chest Mar 20 
Part 4 Piston, Crosshead, and 
Connecting Rod Apr 16 
Part 5 Main Bearings, Crank Disk, 
Crankshaft, Crankpin Jun 15 
Part 6 Flywheel Jul 34 
Part 7 Eccentrics, Rods and 
Straps 
Part 8 Reversing Gear 
Part 9 Finishing Touches Nov 29 
Nass, Charlie Oct 41 
NELSON SOCIETY OF MODELLERS 
Steam Rally Marks 150 Years 
for New Zealand 
New Clubs Forming 
in Minnesota 
in North Carolina 
in Northern Colorado 
in Southern Indiana 
in Washington State 
NEW JERSEY LIVE STEAMERS 


Jan 8 
Feb 28 


Aug 30 
Oct 14 


May 45 


Oct 45 
Mar 45 
Aug 46 
Oct 45 
Mar 45 


Sep 46 


Mar 45 
Mar 45 
Mar 45 

Jul 46 
Mar 45 
May 44 


in California (Riverside) 
in Cincinnati 


in Ilinois 
in Indiana 


in Massachusetts 
(Waushakum) 
in New Jersey 
in New York State 
(Niagara Frontier) 
in Northwest Michigan 
in Northwestern Ohio 
in Ohio 
(Lake Shore Live Steamers) Sep 46 
in Sacramento May 44 
in Victoria Mar 45 
in Washington State May 44 
in Western Pennsylvania May 44 
NIAGARA FRONTIER LIVE STEAMERS 
New Officers Apr 45 
Nichols, Arthur (Elia Cinders) Dec 27 
NORTH AMERICAN MODEL 
ENGINEERING SOCIETY 


May 45 
Sep 46 


Apr 45 
Apr 45 
May 44 


.-.Proposed Jun 45 
NORTHEASTERN OHIO LIVE STEAMERS 
New Officers Mar 45 
NORTHERN COLORADO LIVE STEAMERS 
New Club Forming Aug 46 
NORTHWESTERN OHIO LIVE STEAMERS 
New Officers May 44 


° 

OBITUARIES 
Ahrens, Ed 
Bailey, Joe Wells 





Cotton, Edward (Ted) 
Hansen, Calvin “Cab” 
Hiney, Laurence E. 
Korte, John 
Larsen, Eldin “Olie” 
Lewis, Irene 
Maisey, Bert 
Metcalf, Richard S. 
Rose, David 
Van Der Heiden, Willem 
Watson, Myrta Anna 
October Experiments, The 
(see LEGGO, CHRISTOPHER) 
Once Upon a Time... 
Onderko, Leo (Pacific) 
One-piece Firebox Loco Boiler 
Oversiuizen, Tom 
(vertical boilered loco) 


Jan 14 
Oct 41, 42 


P 
Parsons, George (Pacific) 
PENNSYLVANIA LIVE STEAMERS 
New Storage Building Along 
the PLS Main Line 
Phoebe Snow Syndicate (4-4-0) 
Pinkston, Martin (2-6-0) 
Plihcik, Mike (0-6-0) 
Powell, George C. (1917 Frick) 
Pressure Gauge, The 
(see VAN DORT, R.E.N. “ROB") 


Jan 35 


Aug 44 
Jan 34 
Jun 18, Dec 35 

Feb 41 
Nov 14, 15 











Purinton, Cap Jan 36 
PURINTON, CARL 
Ancient History 
Part 4 
Part 5 “The Queer People” 
Photo 
PURINTON, CHARLES S. 
Live Steam of Yesteryear 
Part 5 
Part 6 
Photo (2-8-0) 
Purinton, Zach 


Q 
QUINCY MINE HOIST ASSOCIATION, INC. 
World’s Largest Steam Mine Hoist, 
The Dec 28 


Jan 23 
Apr 34 
Jan 25, 35 


May 29 
Jun 32 
Jan 36 
Jan 36 


R 
RAILROAD HISTORICAL SOCIETY OF 
NORTHWEST MICHIGAN 
New Officers 
RHODES, TOM 
Fitchburg Northern No. 34 
Part 21 Engine Pumps 
Part 22 Brakes 
Part 23 Tender Brakes 
A Pause and a Hint 
Part 24 Tender Tank 
Part 25 Tender Tank finished 
Part 26 Cab 
Part 27 Finishing the Cab 
Steamboat Wharf 
Metamora 
Ride ‘em while you can 
Part 1 
Part 2 
Steamer Louise, The 
Swedish Steamboats 
RICE, JOE 
About the Cover 
From the Editor’s Desk 


Apr 45 


Jan 20 
Mar 24 
Apr 24 
Jun 18 
Aug 24 
Sep 31 
Nov 24 
Dec 33 


May 15 


Oct 29 
Nov 36 
Feb 32 

Jul 28 


Jul 9 
Jan -Jun, 
Aug -Nov 2 
Live Steam Odyssey, A 
Part 1 
Part 2 
RICHMOND HILL LIVE STEAMERS 
Open Days 
Righter, G. W. “Bud” 
(4-4-0 and marine engine) 
Ritch, Alvin (3” scale diesels) 
RIVERSIDE LIVE STEAMERS 
New Officers Mar 45 
..to Hold Pre-IBLS Open House Mar 43 
Rose, David (obituary) Dec 47 
Roth, Elmer (Atlantic) Jul 6 
(GP-9) Nov 10 
Roth, Gordon Jan 35 
Rudnicki, Bruce (Gauge 1 Project) May 27 


s 

SACRAMENTO VALLEY LIVE STEAMERS 
New Officers May 44 

Sale, Mr. Dec 9 

Saylor, Bruce (2-8-4) Jan 33 

SCALE RAILS OF SOUTHWEST FLORIDA 


Jan 33 
Feb 41 


Jan 42 


Nov 4 
Jun 41 


Scales, Joe (Pacific) 
Scales, Marion 
SCENIC RAILROADS 
Durango & Silverton Narrow 
Gauge Railroad Jan 2, Apr 43 
Michigan State Trust for Railway 
Preservation 


Jun 40 
Jun 41 


May 8 


oe - TR ve 
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Roaring Camp & Big Trees Railroad 
Struggles Through Earthquake 
Aftermath Mar 42 
Schaffer, Stan, (4-6-2) Jun 43 
Schreiber, Bill Dec 15, 16 
Schreiber, Jonathan Dec 17 
Schreiber, Ruth Dec 15 
Schriewer, Lee Aug 43 
SCHWARTZ, FRANK 
Vintage Model Locomotive 
of 1888, A 
Scott, Jim (Pacific) 
Sharp, Ted (T&P Shortline) 
Shaver, Marv (4-6-0) 
Shop Talk 
Handy Wheel Stop, A 
Shupard, Ron (2-8-2) 
Sinclair, Harold (Mallet) 
Slover, Thomas A. (4-4-0) 
Smaller Gauges, The 
(see WANTIEZ, NICK) 
Smith, Grady (CliShay) 
SNIDER, BRUCE 
Triad Live Steamers Gold Spike 
Ceremony 
Photo (Mogul) 
SNYDER, MILES 
Lyndam and Her Train 
Part 10 Ashpan & Grates 
Part 11 Catching Up on 
Odds & Ends 
Part 12 Tanks & Cab 
Part 13 Tanks & Cab 
(continued) 


Nov 32 
Apr 42 
Sep 21 
Apr 42 


Nov 23 
Jan 33 


Dec 42 
Dec 6 


Dec 16 


Jun 40 
Jun 40 
Feb 20 


Apr 27 
May 22 


Jul 20 





Part 14 Hand Water Pump 
and Nameplates 
Part 15 Great Put-together 
Part 16 Boiler 
Part 17 Boiler Fabrication Nov 33 
Part 18 Smokebox Dec 22 
So You'd Like To Ride Freight Trains? 
(see KING, DONALD K.) 
SOIBELMAN, LEWIS J. 
Mini-Rail Notes 
New Source of Insurance 
Coverage! Sep 44 
SOUTHERN OREGON LIVE STEAMERS 
Club Activities 1989 Dec 42 
SOUTHWESTERN LIVE STEAMERS 
Award Goes to Outstanding 
Member 
Split Bronze Bearings 
SPRAGUE, ANDY 
Steam Scenes 
Standley, Bud (Tich) 
Stanton, John W. (steam donkey) 
STATIONARY ENGINES 
Engine House, The 
(see MILSTER, CONRAD) 
Hamilton Museum of Steam and 
Technology Apr 40 
Trip to Java, A Jul 36 
STATIONARY STEAM ENGINE PROJECTS 
Building a Large Stationary 
Steam Engine 
(see NANCE, SCOTT) 
Fire Eater Engine 
(see DUCLOS, PHILIP) 


Aug 33 
Sep 15 
Oct 20 


Mar 44 
Sep 30 


Jan - Dec 48 
Jan 37 
Apr 8 











Steam Queen 
Steam Roller 
(see HARRIS, W. M.) 
Steam Scenes 
(see SPRAGUE, ANDY) 
Steemboat Wharf 
(see RHODES, CAPT. TOM) 
STEAMBOATS 
Steamboat Wharf 
(see RHODES, CAPT. TOM) 
Video Review “The Unsinkable 
Delta Queen” 
Boeckling 
Chauncey M. Depew 
Chief Wawatam 
City of Keansburg 
Cornelius G. Kolff 
Louise 
Mark Twain 
Metamora 
Naushon 
Norrskar 
Minnehaha 
NYC Tug No. 16 
NYC Tug No. 31 
Petre! 
Prince George 
Princess Louise 
Princess Marguerite 
Princess Patricia 
Pvt. Joseph F.. Merrell 
Seguin 
Sicamous 
Steam Queen 
Verrazzano 
William Stewart 
Stefani, Henry W. (Shay) 
STIBRAVY, JOHN 


Feb 44 
Oct 29 
Oct 31 
Oct 31 
Oct 30 
Nov 36 
Feb 32 
Nov 36 
May 15 
Nov 37 
Jul 28, 29, 30, 31 
Jul 45 
Jun 8,9 
Jung 
Jul 4 
Nov 36 
Oct 29 
Oct 30 
Oct 29 
Nov 36 
Nov 37 
Nov 38 
Sep 9 
Nov 36 
Jun 10 
Dec 4 


Once Upon a Time... 
(CliShay) Sep 6 
Stone, Ken (Pacific) Jan 36, Feb 42, Oct 42 


Oct 34 


Strausser, Dave (0-4-0) Jun 42 


T 
Thiriot, Dick (three 4-4-0’'s, diesel, 
rolling stock) Jan 30, 31, 32 
Photo Jan 31 
Track Repair on the TSBY Line Dec 18 
TRACTION ENGINES 
Belts & Cleats 
(see BOHN, KENNETH) 
Founders’ Vision, The 
Hamilton Museum of Steam and 
Technology 
Steam Roller 
(see HARRIS, W. M.) 
TRIAD LIVE STEAMERS 
Gold 
Trounce, Peter (4-4-0 and cars) 
TUCKER, RALPH J. 
IBLS Secretary's Report 
Turnbull, Harry (2-6-0+0-6-2) 
Tyson, Jim 


U 
Umeda, A. (Pacific) 
UMSTEAD, ROGER 
Richmond Hill Live Steamers 


Nov 12 
Apr 40 


Vv 
VAN BROCKLIN, BILL 
Checking Your Wheel Load 
One-piece Firebox Loco Boiler 
Photo (Consolidation) 








Van Der Heiden, Willem (obituary) 
VAN DORT, R.E.N. “ROB” 
Pressure Gauge, The 
Trip to Java, A Jul 36 
Photo Jul 38 
VANCOUVER ISLAND MODEL ENGINEERS 
New Officers Mar 45 
Vaning, Barry Feb 41 
VIDEO REVIEWS 
“The Unsinkable Delta Queen” 
“Live Steam America — 
The Early Years” 
“Corliss 2 
Vintage Mode! Locomotive 
of 1888 


w 
Walsh, Mr. 
Walter, Steven H. 
(horizontal mill engine) 
WANTIEZ, NICK 
Assembling the Aster BR-86 
Part 1 Chassis Assembly and 
Testing Feb 8 
Part 2 Final Assembly and 
Boiler 
Part 3 Steaming and 


Sep 46 


Feb 44 


Feb 44 
Feb 44 


Nov 32 


Dec 9 
Apr 4 


Mar 30 





Maintenance 


Larger Gauges, rhe 


Aster BR-86 

Dave Leech’s Gauge 1 
Steam-up 

Locomotives currently in 


Video Review 
“Live Steam America — 
The Early Years” 
WARDLE, P. D. 
Copper Phosphorus Brazing 
Alloys 
Warner, Les (steam buggy) 
Washburn, George (Pacific) 
Water: Foul and Fair 
Watson, Myrta Anna (obituary) 
Wattles, Ansel C. (traction engine) 
WAUSHAKUM LIVE STEAMERS 
New Officers 
Welch, lan 
WEST PENN LIVE STEAMERS 


Wilburn, Rollie (2-6-0) 

Willis, Jerry 

Wilson, Bill 

Woodings, Ed (4-4-2) 

World's Largest Steam Mine Hoist, 
The 


Y 

YAGODICH, DOROTHY 
Founders’ Vision, The 

You Done Her Right 


Sep 20 


Feb 44 


Mar 16 
Feb 6 
Jan 36 
Jul 27 
Jan 44 
Aug 22 


May 45 
Dec 42 


Jun 42 
May 44 
Nov 13 
Dec 42 

Aug 5 
May 11 
Jun 42 


Dec 28 





